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Datiy update □ August 15, 2015 


NEWS 


Fearing stigma, Colorado contested Superfund status for leaky mine 

Bulletin Leader 

Last week, a cleanup crew from the Environmental Protection Agency working along the Animas River in 
southwestern Colorado accidentally broke ... 

C o uld Collabor ati o n Have Averted The Gold King Mine Waste Spi ll ? - Colorado Public Radio 

Spi ll makes S itv erton e ven warier of ERA - The Denver Post 

ERA r e ad ie s for oversight after toxic m i ne sp ill - Washington Examiner 

Fu rl Cove rage 




Flag as irrelev ant 


ER A c ompl et es w a ter lin e extensi on at N.J. S uperf und site 

EP News Wire 

Environmental Protection Agency (EPA) Superfund Director Walter Mugdan and Chester Township, New 
Jersey, Mayor Bill Cogger marked the ... 
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Newly disco v ered cells restore liver damage in mice without cancer r isk 

National Institutes of Health (press release) 

“This is the first time anyone has shown how liver cells safely regenerate,” said William Suk, Ph.D., director of 
the Superfund Research Program at the ... 
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Another dry cleaner added to NY's hazardous site registry 

Rochester Democrat and Chronicle 

Another former dry cleaner, this one at the eastern edge of downtown Rochester, has been added to New 
York’s Superfund registry of hazardous ... 
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Fox Nat i o n Pr o m o te s Absurd Conspiracy Theory That EPA “Foulfedl Up” Animas River "On Purpose” 

Media Matters for America (blog) 

If the Gold King mine was declared a superfund site it would essentially kill future development for the mining 
industry in the area. The Obama EPA is ... 
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